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MICROFICHE INDEX #307 


A3 ****************** Data Table 

STANDARD GROUPS 

FICHE LOCATION I LLUSTRATION 

AS ****************** Block, Cylinder 

A? ****************** Camshaft 

A13 ****************** Carburetor Parts (Carter) 

A14 ****************** Carburetor Parts (Zenith) 

B1 ****************** Choke, Thermo-Magnetic 
B13 ****************** Control - Begin Spec G 

B8 ****************** Control - Spec A thru C 
89 ****************** Control — Spec D 

BIO ****************** Control - Spec E and F 
812 ****************** Control Assembly - 300-0859 

811 ****************** Control, Disconnect Adapter 

81l ****************** Control, Start Adapter 
A4 ****************** Crankshaft ->nd Flywheel 

84 ****************** Drip Pan Assembly 

85 ****************** Exhaust Manifold and Water JPurap 

All ****************** Fuel System 

A9 ****************** Gearcase 

C7 ****************** Generator - Begin Spec G 

Ci ****************** Generator - Spec A thru C 

C3 ****************** Generator — Spec D 

C5 ****************** Generator — Spec E and F 

A7 ****************** Housing 

A10 ****************** Ignition System 

A8 ****************** Oil System 

A4 ****************** Piston and Rod 

83 ****************** Pump Parts, Fuel 

83 ****************** Pump Parts, Fuel (Electric) 

87 ****************** Pump Parts, Water 

82 ****************** Vacuum Speed Booster 

C 9 ****************** Service Kits and Miscellaneous 


OPTIONAL EQUIPMENT GROUPS 


FICHE LOCATION OPT. 

GROUP NO. 

ILLUSTRATION 


CIO 

************ 

1 ******* 

Control-O-Matic - 

Spec C 

Cll 

************ 

2 ******* 

Control-O-Matic - 

Begin Spec 

C13 

************ 

3 ******* 

Heat Exchanger 


C14 

************ 

4 ******* 

Pump Parts, Water 


C14 

************ 

5 ******* 

Load Sensor, Amplifier 

D1 

************ 

6 ******* 

Aqualift Exhaust 

System 


* 


1! 



GENERAL INFORMATION 


INSTRUCTIONS FOR ORDERING REPAIR PARTS 

For parts or service, contact the dealer from whom you purchased this equipment or refer to your Nearest 
Authorized Onan Parts and Service Center. 

To avoid errors or delay in filling your pern order, please furnish all information requested. 

Always refer to the nameplate on your unit. 

1 Always give the MODEL, SPEC NO. and SERIAL NO. 



nameplate information in the spaces abova. 

2. Do not order by reference number; always use part number and description. 

3. Give the part number, description and quantity needed of each item. If an older part cannot be identified, 
return the part prepaid to your dealer or nearest Ci an Parts and Service Center. Print your name and address 
plainly on the package. Write a letter to the same address stating the reason for returning the part. 

4. State definite shipping instructions. Any claim for loss or damage to your unit in transit should be filed 
promptly against the transportation company making the delivery. Shipments are complete unless the 
packing list indicates items are back ordered. 

Prices am purposely omitted from this Parts Manual due to the confusion resulting from fluctuating costs, import 

duties, sales taxes, exchange rates, etc. 

For current parts prices, consult your Onan Dealer, Distributor or Parts and Service Center. 

“En esta iista de partes los precios se omiten de proposito, ya que bastante confusion resulto de f luctuaciones de 

I os precios, derechos aduanales, impuestos de venta, cambios extrajeros, etc.” 

Consiga ios precios vigentes de su distributor de productos “ONAN." 




Sid. #36a 




927-0221 

MCCK PARTS CATALOG 

INTRODUCTION 


Thi* catalog applies to the standard MCCK Generator sen as itsted Detow Parts are arranged in groups of related 
items. Each illustrated part is identified by * reference number corresponding to the same reference number m the 
parts list for that group. Pam illustrations are typical Using the Mode* and Spec No. from the nameplate, select the 
Asm Ksy No. (1. 2. etc., in the last column) that applies to your set Modal and Spec No. This Pans Kay No. 
reprasenn parts that differ between models. Unless otherwise mentioned in the description, pern ere 
interchangeable between model* Right sod left sides are determined by facing the engine end (front) of the aet. 


GENERATING SET DATA TABLE 


£ 

ELECTRICAL DATA 

CE1 

MODEL NO. AND SPECIFICATION 

| WATTS 

VOLTS 

MmnM 

o 

PHASE 

t 

4.0MCCK-tRr 40MCCK-1AT 

1 

120 

60 

2 

1 


♦4.0MCCK-2R/* 4.0MCCK-2A/* 

1 

240 

60 

2 

1 

i 

♦4.0MCCK-3R/* 4.0MCCK-3A/* 


120/240 

60 

3 

1 


4.0MCCK-3CR/* 

■ 

120/240 

60 

9 

1 


3.5MCCK-51R/* 3.5MCCK-51A/* 

3500 

120 

50 

2 

1 


♦3.5MCCK-52R/* 3.5MCCK-52A/* 


240 

50 

2 

1 

i 

♦3.5MCCK-53R/* 3.5MCCK-53A/* 


120/240 

50 

3 

1 


3.5MCCK-53CR/* 


120/240 

50 

f 

1 


6.5MCCK-1R/* 6.5MCCK-1A/* 

6500 

120 

mm 

2 

1 


+6.5MCCK-2R/* 6.5MCCK-2A/* 

6500 

240 

B9 

2 

1 

2 

+6.5MCCK-3R/* 6.5MCCK-3A/* 

fi Ann 

120/240 

60 

3 

1 


6.5MCCK-3CR/* 

6500 

120/240 

60 

i 

1 


6.5MCCK-4R/* 

6500 

120/208 

60 

4 

3 


5.5MCCK-51R/* 5.5MCCK-51A/* 

5500 

120 

50 

2 

1 


+5.5MCCK-52R/* 5.5MCCK-52A/* 

5500 

240 

50 

2 

1 

2 

+5.5MCCK-53R/* 5.5MCCK-53A/* 

5500 

120/240 

50 

3 

1 


5.5MCCK-53CR/* 

5500 

120/240 

50 

§ 

1 



* • The Specification Letter Advances (A to B. B to C, etc.) with manufacturing changes. 

£ • New model designations shown, begin during 1989. Previous designations did not use a decimal point in 
the KW rating. EXAMPLE: 4.0MCCK was formerly 4MCCK, 3.5MCCK was formerly 305MCCK, etc. 

t - Units with "A” in designation have set mounted "Control-O-Matic 

♦ - Not manufactured beaming Spec D. 

§ - Set is reconnectible for 120 volt 2 wire. 240 volt 2 wire or 120/240 volt 3 wire service. 

NOTE: Hertz is a unit of frequency equal to one cycle per second. 


STANDARD PARTS SECTION 


This section contains the illustrated parts listing for the standard generator sets listed in the Data Table. 
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PISTON AND CONNECTING POD 



REF. PART OTV, PART 

NO. NO. USED DESCRIPTION 


1 PISTON AND FIN (Include* Retaining Rings) 


112-0136 2 

112-0136-05 2 

112-0136-10 2 

112-0136-20 2 

112-0136-30 2 

112- 0136-40 2 

2 PIN PISTON 

1*2-0089 2 

3 112-0903 4 

4 ROO. CONNECTING 

114-OOM 2 

114-0986-02 2 

114-0086-10 2 

1*4-0088-20 2 

114-0088-30 2 

5 110-0284 4 

6 M 4-0068 4 

7 RING SE T PISTON 

113- 0152 2 

113-0152-05 2 

113-0152-10 2 

1134MS2-20 2 

113-0152-30 2 

113-0152-40 2 


Standard 
.005" Oversize 
010" Oversize 
020' Oversize 
.030" Oversize 
0«C" Oversize 

Standard 

Ring. R e tain ing 

Standard 
O02" undersize 
010" Undersaze 
020" Undanva 
030" Uidwi na 
Screw Cap * Has Haad 
($'18-18 x 1-1/2") 
wiener Lock - External Toon 

Standard 
006" Oversize 
010" Oversin 
020" Ovarsoe 
030" Owidt 
040" Orsrtils 



REF. 

PART 

QTY. 

PART 




NO. 

NO. 

USED 

DESCRIPTION 

REF. PART 

QTY. 

PART 

1 

104-0170 

1 

Screw, Cap - Hex Haad 

NO. NO. 

USED 

DESCRIPTION 




(7/16-14 x 4-1/4") 




2 

850-0055 

1 

Washer. Lock - Spring (7/16) 

10 CRANKSHAFT 



3 

526-0017 

1 

Washer. Flat (15/32" 10 x 

104-0882 

1 

Spec A thru F 




1-1/4" 00 x 1/4" Thk) 

104-0960 

1 

Begin Spec G 

4 

104-0599 

1 

Flywheel 

11 515-0006 

1 

Key. Woodruff - Spec A thru F 

5 

515-0227 

1 

Key Kit, Woodruff 




6 

518-0014 

1 

Ring, Retaining 




7 

104-0043 

1 

Washer, Flat - Keyed 




6 

104-0032 

1 

Gear. Crankshaft 




9 

515-0001 

1 

Key. Woodruff 





SZTJHZ1 (MAY 1»T») 




m 





CYLINDER BLOCK 


REF. PART GTV. PART 

NO. NO. USED DESCRIPTION 

1 BLOCK ASSEMBLY. CYLINDER 

110-2452 1 Spec A Only {IncMNe 

Parts Marked ') 

110-2553 1 Bag*" Spec B iincW-*-* 

Parts t ) 

2 800-0512 5 t *Scmw. Cap - Hex Head 

(5/i6-iS * I | 

3 360-0045 5 t ‘Washer. UK* • Spring <Srt6) 

4 1100445 5 Nut Hax - Rear Bearing Piste 

iflakAa O - Ii ^'i 

1 GfPWb « wwwppn* Vf 

5 5200114 s Stud - Rap* Beams Plata 

(Spec A through C) 

« 5000041 i S«ai. On - Raer Bearing Piatt 

7 lOt-eaff 1 f • Piste, •‘•"-"-■g * Rear 

amBnmoi 

8 101-0115 1 1‘QnM Kit - Rear Beam* R*s» 

0 BEARING. SLEEVE-CRANKSHAFT (INCLUDES 

THRUST WASHER) 



101-0450 

2 

t‘Standard 


101-0450-02 

2 

002* UnNiat* 


101-0490-10 

2 

010* Undsmite 


101-0490-20 

2 

020* Unseeeaa 


101-0490-30 

2 

030* Undersets 

10 

518-0072 

4 

f *Wft Dowel - Bwiwfl Slop 

11 

104-0575 

2 

t "Washer. Thrust • Bearing 

12 

800-0035 

1 

Sow. Tappmg - Round Head 

CIO x 314*) 

13 

123-0854 

1 

Cap 4Pd Vaho BmMr Tuba 
-BaetoSpseB 

14 

123-0858 

j 

Semen. Bmatier Cap • 

Begin Spec B 

15 

5000117 

1 

Gasket. Bmetos* Cap • 
BagmSpecB 

16 

143-0961 

1 

Damp. Bmatoar Cap • 

Begin Spec B 

17 

123-0885 

1 

Filter. Bmavtar Tuba 

18 

123-1153 

1 

Baffle. Breadter Tube 

19 

TUBE. BREATHER 

* Spac A Only 


123-0868 

1 


123-0853 

1 

t Begin SpacB 

20 

123-0787 

1 

Cap Breather Tub* - 
Spec AOnty 

21 

123-0315 

1 

Vslva Breather Tuba - 
Spac A Only 

22 

8000012 

2 

Screw Cap * Hax Head 

(1/4-20 x 2-1/4“) 

23 

5200063 

2 

Washer. Flat (17/84“ 10 x 


7/16“ OO * 102“ Thk) 


REF. 

PART 

QTY. PART 

NO. 

NO. 

USED DESCRIPTION 

24 

1KMK66 

2 

Cover. Valve 

25 

110-0667 

2 

Gasket. Valve Cover 

26 

800-0608 

18 

Screw. Cap • Hax Head 
(5/18-18 x 2-1 /T) 

27 

5284)122 

18 

Washer.Fit* (11/32* ID* 

2332“ OO a 0134* mi 

a 

502-0153 

2 

"tug. Pipe (i/4) 

28 

517-0987 

2 

Plug. Pipe - Bm» 

30 

HEAD. CYLINDER 


110-1478 

1 

at . Left Side 


110-1479 

1 

§2. Right Sid* 

m* B 4pjL-fc—. x *■- - 

• k , i.«ii «nw * w&Sn Hrlifi rwtn 


110-1505 

• 


110-1505 

1 

*«.. nHgni wm * VPVWCr WSPi HfE 

31 

110-1481 

2 

1ImkhM- LyHiofi niVQ 

32 

110-0830 

8 

Lock. Van* Stem 

33 

1154)008 

4 

Tappet Vane 

34 

110-0804 

3 

Rettoap - Exhaust Vahe Sprmg 

35 

1104)8*3 

3 

Retainer - intake vmr Spring 

36 

1104)539 

4 

DfWwp. irm*m 

37 

1104)902 

4 

I'Gwtda. vahe 

38 

1*04)981 

2 


38 

110-0*80 

2 

V«*ve Exhaust • Cnnom* Cobail 

40 

INSERT. VALVE SEAT - EXHAUST 


1104)872 

2 

Standard 


110-08724)2 

2 

00T Oeamtta 


110-0872-06 

2 

.005“ Orwana 


MOO87-M0 

2 

ONT Qvwawe 


1104)872-16 

2 

.025* Overate 

41 

1204086 

1 

t ‘Tuba. Oi 

42 

5174011 

8 

t ‘Plug. Expansion 11*1/4") 

43 

5174048 

1 

1 ‘Plug. Expansion (1-5/S*) 

44 

1914067 

2 

t ‘Bearing, Sleeve • Camshaft 

45 

5184)141 

2 

t "Pin. Comal - Gear Cover 
Alignment 

48 

88*4005 

1 

Nut Hax (1/2-13) - UftMifi 

Eye - spec A enough c 

47 

4034080 

1 

Bon. Eye (1/2-13 x $“> 

Spac A through C 

48 

4034032 

1 

Svacfcat Support - Lffltog 
(Spec A ttrough C) 


* - Included to 110-2462Cyundm Block Assembly 
t • Included to 110-2553Cyitotier Block Assembly 


i A6 


•ff-an (may tsis) 



HOUSING 



ft?, MRT 

m, m. 

1 swo»3d 

2 1904)147 

3 1MMS3I 

4 «14»10 

3 190*1010 

$ 4 @§»fig$ 

7 9IMMI1IH 

• 409-ISM 

• 400*199? 



mm iwommVi 

1 StMMI. 44|uaa«fS9uO 

i Panel. mmmg - Front 

4 Bumper fMMMV 
1 Penal Naming - U« Sale 
I Panel MOUSMO - R»®M *«• 

CAMSHAFT 



RC?. 

NO. 

PART 

NO. 

QTY. 

USED 

PART 

description 

RIF. 

NO. 

PART 

NO. 

OTV. 

USED 

PART 

DESCRIPTION 

1 

1504)078 

1 

Ring, Camshaft Canter Pm 

6 

1504)077 

1 

Plate. Governor Fly Ball 

2 

199-1118 

1 

Cup. Governor - Spec A through F 

7 

105-0004 

1 

Washer. Camshaft Gear Thrust 

3 

5104)015 

10 

Ball. Fly • Governor 

8 

515-0001 

1 

Key. Camshaft Gear Mounting 

4 

1054)332 

1 

Gear, Camshaft (Includes 

9 

105-0140 

1 

Camshaft (Includes Censer Pin) 




Flyball Spacer & Plate) 

to 

1504)075 

1 

Pin. Camshaft Canter 

5 

150-1257 

1 

Spacer. Governor Fly Ball 

11 

190-1519 

1 

Hub, Governor Cup - Begin 








SpeeG 





12 

150-1520 

1 

Cup, Governor - Begin Spec ® 








wr-easi taw? ten) 




6 

A7 








OIL SYSTEM 


■I 



i 




mite 


2 

3 

4 

s 


1300*40 


CpA 
(3004 a **• | 


IW| 



3000101 

1 

804CA«MM«00 


3004931 

1 

Soweto 


30003*1 

1 

O^nOncO 

• 

1000008 

1 

Ooho4l On Omm * 

7 

£000033 

1 

8P4CA0WM4*O 
ea»if*N»-4r -Oka 

• 

8000010 

1 

OMIMAO 

CIMw. Pip* * 887 * 8pK A 

• 

to 

301'0080 
1200408 

1 

1 

Toa Pip* * Sow A iMWNMi 0 

WarMinr arm ■ <H4t* 

11 

1300101 

1 

04M4I -mm cap 

12 

9000088 

1 

(8 

13 

1000488 

4 

&mm. Cm • Ww *4—o 

00*0111/4*'| 

14 

8800080 

4 

tttotfMr. LOCH - Spring (3flT| 

13 

1000874 

1 

0*m.Ch 

IS 

1000188 

1 

Q4441. 00 la— 

1? 

•000007 

2 

AoMMMM _ 41m u » — — -jo 

3witi lit|> * IMS PVMKJ 

(1/4-20)1 n 

18 

0800040 

2 

Waatm, Lues - Spring (i/4*» 

10 

1200401 

1 

Pump. OH 

20 

1200400 

t 

Cup, OH Incak* 

21 

1200181 

1 

Kit. OKU - Oil Amp 



14 


’ A8 


HTW1 (MAY Wl| 






0 (» 


GEARCASE 



MF. 

PANT 

OTY. 

PANT 

NO. 

NO. 

UMO 

otaemmoN 

1 

8000034 

1 

Screw. Cap - Hex Head 
(5/16-16 x 2-1/4”) 

2 

000-0032 

4 

Screw. Cap - Hex Heed 
(5/16-18 x 1-3/4”) 

3 

5200065 

5 

Washer Piet • Copper 
(21/61" ID x 9/16" 00 x 
1/16" *hk) 

4 

8100181 

1 

Screw. Tapping • Hex Head 


with External Tooth Lock- 
wether (*10-32 x 1/2") 

5 EXTENSION. GOVERNOR ARM 
150-1005 1 Spec A Only 

150-1073 1 Jog in Spec B 

103-0011 1 Gasket. Geareaee 

GEARCASE ASSEMBLY (Include* the lollewing 
Components at spplieafcis) 

103-0333 1 Spec A through O 

103-0386 1 Bogin Spoc E 

8 500*0040 1 Soul. Oil - Crankshaft 


mr . pant onr. part 

no. no. umo otBcnmoN 

• 815-0046 2 Sew*. Machine - Pen Head. 

Cr ate H a we d (*6-?2 * Mp 
PCJI~ E 

10 150-1187 1 Yoke. Governor - Begin Spec E 

11 150-1260 1 Ann end Shaft. Governor - 

Begin Spec E 

12 516-0129 1 Ring. Retaining - Spec A 

through D 

13 150-0620 1 Yoke Governor - Spec A 

through D 

14 150-1006 1 Arm and Shaft. Governor - 

Spec A through D 

15 509-0006 1 Seal. Oil - Governor Shaft 

16 5100013 1 Bearing. Needle 

17 510-0008 1 Bearing. Needle 

16 5100014 1 Ball. Bearing 

19 516-0130 1 Pin, Roll - Governor Yoke 

Stop 


*27-0231 (MAY 1#Tf) 




IGNITION SYSTEM 



MB. MKT 
NO. NO. 


PANT 


tm. pant 
NO NO. 


MINT 


1 muter 

2 *024095 

3 8504040 

4 £204214 

5 812407 ? 

6 0804008 

7 1004890 

8 1804440 

* 8184805 


10 3124008 

11 160-0428 

12 8154885 


13 1804002 

14 1004075 

15 1804031 

16 1804340 

17 1604723 

18 160-1041 

10 180-1040 


1 Bo* Aeaemt*?. Bmefew 

fImefcKMK Asm Marked n 

2 Sow*. Cap - Socket Mead 

<1/4-20 * 7/*") 

2 WWW. Lock - Swing (1/4) 

2 www. pin (U<sr io x 
i/rooi i/io- tiw) 

2 ♦Sowar, Mmrhina - Mud 

PS-32 *3.4") 

2 tWWw. Lock • Exkemai/IMemel 
Tooth (40) 

1 tCover. Br ea ker Boa 
1 t Gasket 8«ww Boa Cow 
1 t Screw. Machi ne - Bound Hud. 
Cadmium Piet*. With External 
Tooth Lockwesher 
(46-32 x 5/16”) 

1 t Capacitor, Ignition 

1 flood. Point Sat to Terminal 

2 tScrew. Machine • Bound Head. 

Cadmium Plot*. With External 
Tooth Lockweaher 
(40-32 x 5/16") 

1 fPoint Sat, Breakor 

1 tPivot. Adjusting - Point Sal 

1 f Quids, Plunger 

1 f termenai Assembly • Breaker Box 

1 f Plunger - Breaker Box 
1 f Bushing - Breaker Box 
1 tGasket, Breaker Box 


» 

21 


22 


23 


24 

25 

26 

27 

28 
29 


3374070 1 Strap . Ground 

LEAD ELECTRICAL SHIELDED - 
Coe to Breaker Box 

333-1560 1 Spec A through 0 

390-2151 1 atom Spec E 

CABLE. ELECTRICAL SH&LOEO - 
left Side 3nerk Plug 

167-1480 1 Spec A through C 

167-1550 1 Begm Spec 0 

CABLE. ELECTRICAL. SHIELDED - 
Bight Skfe Spark Plug 
167-1405 1 Spec A through C 

167-1549 1 Begm Spec D 

1674199 2 Plug. Sport. - Shielded 

3964368 1 Lead. Electrics! - Capacitor 

to Switch 

3124063 1 Capacitor, ignition - Shielded 

5094102 1 Seel “O’ Ring - 

Capacitor Mounting 

5034465 1 Clamp. Loop - Coil Mounting 

BRACKET, MOUNTING - COIL 
1664407 1 Spec A through C 


1664581 1 Begin Spec D 

30 1664382 1 Coil. Ignition 

31 4164133 1 Cable. Electrical - Battery 

Jumper 

32 4164077 2 Cable, Electrical • Battery 

(28") 


f - Included in Breaker Box Assembly. 


1 A10 


es7 0X2i (stay isrt) 






RIEL SYSTEM 








FUSE! SYSTEM 


nos 

PANT 

on. 

PAM? 

MG- 

Ml, 

««imt 

ffPOfAUPTBOf 

l 

mevem 

2 

Aomw Cap - **■» «s«4 Os» 

svaoo • j-vsr? 

2 


7 

WS>r HW6 . ftswn ! *■* 

t 

***** 

i 

■•tfM’ «s r*?6r « • 

»«* od * v-*r **•> 



* 

ilpst AGMS 


14)96994 

t 

8Sf#f 3s*i 9 

* 

MHM 

f 


# 

8996*19 

2 

Osm# mm 

? 


w 

FSm# SHWHFflf Stow A Outfit. 

• 

flWNMWtt 

6 

MIMS fiNwmr 6Ntpn tpmc »• 

• 


1 

SfSSLSaS? #«S» •* 

W 

Ip till ItMMi 

€tjwpt®§ 

f 

•ernes MSSAMS - Pssms msm l 
*»*S3-W • MT) 


9PSw#t®B 

f 

«SN' MSP * Ipewf iS*9* 


W6M4 

i 


n 

M868*6 

» 

AASpSM ASSSMSPv - Apse A 0 m> 

M 


f 

*9 

igL44S*§-? .1 

tONPnni 




* 

Spm AOts, 


149699* 

* 

Spat d 

*9 

9*96981 

2 

«MM© * 36') - 9pM A 0f^« 

IT 

9*96*9* 

2 

19*962 * WT» - 

14) 

I93MHM9 

s 

**44 mmrnvw* - GstMs 

AjtPiiUJjwWp 

19 


t 

8^P6sMr)-C»*f«9P- 

29 

MSmSK&I 

t 

•NA MB* fftrtiOM 

f* 

19969*7 

it 

•MANN.. MMft - PMBW4P ?«S» 

» 

9996B9M 

2 

StaA - tektWt MSWPSS 

» 

XMWuntTOA, GA9CA9C - SRW CMOKt 


’M36W 

1 

Ptpse A OMf (Oarapf 


*416787 

1 

ipse A 8SHWWSW10* 

IMsAflPM ft *410880 feme* 
GmNmSNMI 


*4*6880 

1 

•**«* Spec 9 t24M6*> 

*4 

*4*6891 

t 

1Ti<r»nirt QmSiiwsMm Mssnfeep 

» 

8*36*11 

2 

C4i9« , «Tv4r) llnrn5 Ml- 

n 

•130089 

T 

61 ii*-j¥|^ M ,i A4«iin-'tiiiiS m BtsswC u^ui 

aCFWW. ** FTOICTO rflBfflSs 

(41902 ■ 16*1 

77 

•990009 

3 

WftlApr. Lock - tNSmsL' 

mmm toocn (»*.0) 

28 

*990891 

1 

Bracket • Ooe and Bnesier 
Mounftmg 

3Pft 

•sf 

1900671 

1 

Brace • Cos/BaoftMr Braces* 

30 

189*1030 

1 

'Vacuum %sad Booster Kit 

31 

1866476 

1 

GasMt - Vacuum Booster 

37 

9000067 

2 

Screw. Cap • Has Head 
(3/9-16 a 2-3/4') 

33 

i860 mo 

2 

W/shftr. Lock • Spring (VT) 

34 

MANIFOLD. INTAKE 


164-1194 

1 

Bpsc A Ptrou^i C 


164-1987 

1 

Bagm ipse 0 

36 

1640013 

2 

Gaskat MantfoW 

36 

LINE. FUEL 

-PUMPTOCAABtIWETOfi 


149-1370 

1 

SpecF Onty 


149-1680 

1 

Bagtn S^sc G 

37 

6020007 

1 

crow. Pip* f§CF ) - Pump 

Owu®» Spec F 


PAN? on 


» hmw 

si Vf«a 


***r*»S* *«« - (&»&•' S*w« * 
3.*se • WS* 

“»*# t » 4 -»« ir* - 
IpSijrr 9pst * 

| m , i . MSP MSS# 

©gwr **SS» * ftssS •43*9 

CiSkaJtSilsk msiasub dBUSnusL 4hsis 

*" PMP MM 

14*6 f«p! - fk asa wr - PMsr 


« **90*19 * Ow **SS» * ftss? «tes4 

£A|Mkk.i^a JAttUNb i||Slaa#^»i dBUSttUaL "MSI 

^SMr *" MP 

4 J »"OB 4 ft » 14 ** F*M - H s IWi - SMsr 

***** 

** immm * taw* me s- test * 

9Ms a Pkt 

«i •MACKE? 


SMNM €*»*#© 
Mast CM* 


«» 

» ipppulp 


OttMS - 
sgp t mum 
|Mtt * «WSM#> c 
Smd • $mm a 


' Umpmt a 


A Gar? 


tt iMt «MI - PLCMMJI fl«*S*WP*l«9» 

•9*099? * tew#©** 

■MM * ISM C Wft*WIMSW i 

S3 MMor * «*•» M9s*»r» • 

tssstsl MkN 

64 LMC. FUEL • MCTA&. #«srt»n#s*l 
»♦« * «HS(CO«»ir 

146 * t»a » SwcDCNr 

I 49 - 13 M f Asset Oh% 

» seaoesa * gas*. nssHTi- 

v fl w|' ARBP* PnflpBBBBPw! 


m swoeaa 


5? LWL FUEL-PUMP ?OCANBUN9?GM 
ISA* tots I SsscAOMty 

ISA MX® t Spae S smugfi t 

s* fuBCnw not - pump outlet 


IakC 


WSRB 
6320096 
» 000-0039 

90 5290083 
@1 ISA-1383 

«2 GASKET 
1490003 
1490003 
63 149O04S 


90*. Spec: A Only 
*ST. Spec 0 PwwwpA E 
Sens*. C«P - Hn HtmL 
COMW tAWMSj 1/400 ■ 1-1/4“) 

•Pump. Fuat * Spec A tNpwgtt E 

Spsc A through E 
Bogwi Spec F 

Spacer. Pump - Spac A through E 


* - SstSspftrsta Group for Component Parts 

• - Th#C«»l*fC4rt>ufstoninoiorvgsr«»silsb<s 

For comps*# mpiscsmsnt orpar 9 m appMeaWs ML 

£ - Mounting GaskMsupplisd with new unit 
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*«**»•* 


CARBURETOR PARTS (CARTER) 








*43-0823 

1 

CCHSwWm OeasMta 

143-0332 

1 

mpm m* tmmmtm Nan 
•0*40*1 

1430X31 

1 

* oastat kh fMcioom 0m 

"Oaiftat Camma* Wawo* 

1410001 

1 

143000 

1 


1430331 

1 

mm mm Ltmr T»uwsra 

1430004 

t 

van>a. Oofta 

1430390 

1 

•Waaoo, MMamiMk$i 
3pa0 Adguatmant 

1430320 

1 

• Nonna 

1430315 

1 

Shaft Choaa 

143080 

1 

Sew* and Gaakat. Sow 

1430015 

1 

‘Oaatat. Fuat MMat van* 

143030 

1 

"Qaaftat Saw Senna 

1430105 

1 

SiLftAi aaui t ^um^*** 

rwB WKJ Lf»P 


It 143010 « 

12 1430?* 1 

*3 t 4 iO»K> 1 

H I<I 49 I< t 

15 143013 1 

It I 1 M 0 I 4 4 

n >43-0110 i 

ft 1434014 1 

It 143-0H2 f 

20 143-0114 1 

21 143-0215 1 

22 143-0842 1 

- Contalnad in Q«M( Kit 
• - Contanati Mi ftaparf Kit 


¥■*4 i Wl'Sp 

* Pm. r o*t taw 

4 WH M MMMM 

Sow*. Ma Attwatng 

4 Sew* «34S * 3<« Oo*a 
mo Th*e«a» ***** 

Olkw Ik 

Sown#. Throw* Atmannf 

sens 

SOW®. *ffa Adjusting 
Senna 

Spnng. Ngn S paad 
MtuMng Maaesa 

Senm. Ttwottt# taw 
A$uat*«e 

Dtapnraom 


£ - MowntmgQaafeattMepMaawannawuiKt 


HI-401 («** itrw 
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CARBURETOR PARTS (ZENITH) 



MRT 

NO. 


PANT 


£ M1-0N0 I Carburetor, Gaaohne 

'141*074? i Raparr Kit (includes Parts 

Marti ml ■) 

141-0748 1 044*41 Kit (Includes Parts 

Marked a) 

141*0081 1 * ‘Gasket. Carburetor Flange 

1 141-0708 1 Bowl. Fuat 

? 141*0741 1 Plata. Choke 

3 141*0098 4 Seram 8 Washer. Ooke & 

Throttle Plata Mounting 

4 141*0708 t Plata. Throttle 

5 141-0708 1 ‘Retainer. Seat 

6 141*0001 1 * ‘Seal. Rubber 

t 141*0790 1 ‘Valva A Seat Assembly, Fuel 

8 141*0011 1 * Washer, Fuel Valve Seat 

8 141*0703 1 ‘Shah, Float 


IF. 

PANT 

CITY. 

PART 

O. 

NO. 

used 

DESCRIPTION 

10 

141-0702 

i 

Float Assembly 

It 

141-0701 

i 

# ‘Gasket, Bowl to Body 

12 

141-0700 

i 

Screw, Throttle Stop 

13 

141-0711 

i 

Spring, Throttle Stop 

14 

141-0713 

i 

Needle, Idle Adjusting 

15 

141-0710 

i 

Spring, Idle Needle 

16 

141-0077 

i 

4 ‘Washer, Main Jet Assembly 

17 

141-0712 

i 

Jet Assembly, Main 
(Adjustcble) 

18 

141-0679 

i 

Shaft, Choke 

19 

141-0699 

i 

Washer 

20 

141-0397 

i 

# ‘Seal, Felt 

21 

141-0203 

i 

‘Retainer, Felt Seal 

22 

141-0709 

i 

Shaft and Lever. Throttle 

23 

141-0799 

i 

•Spring, Fioat 


* - Parts contained in Repair Kit #141-0747. 

# - Parts contained in Gasket Kit #141-0748. 

£ • Mounting Gasket supplied with new unit. 
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THERMO-MAGNETIC CHOKE 



REF. 

PART 

QTY. 

PART 

REF. 

PA£T 

QTY. 

PART 

NO. 

NO. 

USED 

DESCRIPTION 

NO. 

NO. 

USED 

DESCRIPTION 

1 

153-0385 

1 

Plate, Mounting 

19 

526-0022 

1 

Washer, Flat, Steel (5/16") 

2 

153-0386 

1 

Housing, Choke 

20 

864-0002 

1 

Nut, Hex (5/16-18) 

3 

153-0389 

1 

Cover, Choke 

21 

813-0107 

1 

Screw, Round Head, Steel 

4 

153-0391 

1 

Core, Solenoid 




(10-32 x 1-1/4") 

5 

153-0395 

1 

Armature, Solenoid 

22 

526-0006 

1 

Washer, Flat, Steel (#10) 

6 

307-1203 

1 

Coil, Solenoid 

23 

850-0030 

1 

Washer, Lock, Steel (#10) 

7 

153-0392 

1 

Frame, Solenoid 

24 

812-0076 

2 

Screw, Round Head, Steel 

8 

153-0387 

1 

Spring, Armature 




(8-32 x 5/16") 

9 

153-0390 

1 

Lever, Limit 

25 

854-0007 

2 

Washer, Lock, Internal 

10 

526-0018 

1 

Washer, Fiat, Steel (5/8") 




Tooth (#8) 

11 

870-0134 

1 

Palnut (1/4-20) 

26 

815-0161 

2 

Screw, Flat Head, Steel 

12 

153-0399 

2 

Insulator, Disc 




(10-32 x 3/8") 

13 

153-0400 

1 

Bimetal - Heater Assembly 


153-0429 

1 

Kit, Replacement (Includes 

14 

518-0129 

1 

Ring. Retaining 




Complete Choke, Less 

15 

332-0876 

1 

Terminal, Lug - Ground 




Electrical Leads, and 

16 

336-1550 

1 

Lead, Electrical - Ground 




Carburetor Air Horn Gaskets) 

17 

336-1549 

1 

Lead, Electrical - Solenoid 





18 

854-0017 

1 

Washer, Lock, Internal 






Tooth (5/16) 


•27-0221 (MAY 1978) 
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VACUUM SPEED BOOSTER PARTS 



REF. 

PART 

QTY. 

PART 

REF. 

PART 

NO. 

NO. 

USED 

DESCRIPTION 

NO. 

NO. 


150-1030 

1 

Kit, Replacement-Vacuum Booster 

11 

150-0644 




(Includes Parts Marked £) 



1 

150-1080 

1 

Linkage Assembly (Includes 

12 

150-0475 




Parts Marked *) 

13 

516-0039 

2 

870-0131 

2 

*Nut, Hex - With External 

14 

150-0376 




Tooth Lockwasher (#10-32) 



3 

526-0196 

2 

‘Washer, Flat - Aluminum 

15 

150-1031 




(7/32" ID x 7/16" OD x 






1/8" Thk) 



4 

150-0639 

2 

•Ball Joint - Metal 

16 

150-0425 

5 

870-0053 

2 

•Nut, Hex (#10-32) 

17 

150-0668 

6 

150-0430 

1 

•Bracket, Spring 

18 

150-0666 

7 

520-0187 

1 

•Rod, Linkage 

19 

150-1355 

8 

150-0471 

1 

ESpring (External) 



9 

516-0085 

1 

£Pin, Dowel (3/32 x 3/4") 



10 

815-0148 

4 

EScrew, Machine - Hex Head, 

£ - Parts Included 


QTY, PART 

USED DESCRIPTION 

1 Cover, Vacuum Booster Housing 

(Not Sold Separately) 

1 £Spring (Internal) 

1 £Pin, Cotter (3/32 x 5/8") 

1 £Bracket, Adjusting - Internal 

Spring 

1 £Kit, Replacement - Diaphragm 

and Gaskets (Includes Gaskets - 
Ref. No. 16 & 17) 

1 Gasket - Booster to Manifold 

1 Gasket - Diaphragm Plate 

1 EPIate, Diaphragm 
1 Housing, Vacuum Booster 

(Not Sold Separately) 


Slotted (#8-32 x 7/8") 


- Parts Included in Linkage Assembly. 
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FUEL PUMP PARTS 



ficr. 

PART 

GTY. 

PART 

NO. 

NO. 

USED 

DESCRIPTION 


149-1393 

1 £ Pump, Fuel (Illustrated in 

Fuel System Group) 


149-0526 

1 

Repair Parts Kit (Includes 

Parts Marked *) 

1 


1 

Body, Upper (Not Sold 
Separately) 

2 

815-0148 

4 

Screw (#8-32 x 7/8"), Slotted 

Hex Head 

3 

815-0147 

2 

Screw, Phillips Self Tapping 
(#6-32 x 5/8") - Valve Retainer 

4 

149-0096 

2 

•Valve and Cage 

5 

149-0095 

2 

•Gasket. Valve 

6 

149-0582 

1 

•Diaphragm Assembly 

7 

149-0672 

1 

'Spring 

S 

149-0539 

1 

Retainer, Valve Cage 

9 

149-0675 

1 

•Spring 

10 

516-0113 

1 

Pin, Rocker Arm 

11 


1 

Body, Lower (Not Sold 
Separately) 

12 

149-0710 

1 

Link and Arm, Rocker (Only 

As a Set) 

14 

149-1042 

1 

Lever, Primer 

15 

509-0065 

2 

Seal, “O” Ring 

16 

149-1044 

1 

Spring. Primer Lever 

17 

149-0003 

1 £ 

•Gasket. Pump Mounting 

18 

518-0129 

1 

Ring, Retainer - Primer Lever 

19 

149-0858 

1 

’Gasket, Diaphragm - Lower Side 


* - Included in 149-0526 Repair Kit. 

£ - Mounting Gasket supplied with new unit. 


ELECTRIC FUEL PUMP PARTS 



REF. 

PART 

GTY. 

PART 

NO. 

NO. 

USED 

DESCRIPTION 


149-0650 

1 

Pump, Fuel 

1 

149-1453 

1 

Cover 

2 

149-1448 

1 

Gasket, Cover 

3 

149-1447 

1 

Magnet 

4 

149-1445 

1 

Filter 

5 

149-1448 

1 

Retainer, Cup and Plunger 

6 

149-1449 

1 

Washer, Cup Gasket 

7 

149-1450 

1 

Gasket, Spring Cup 

8 

149-1451 

1 

Spring Cup and Valve 

9 

149-0767 

1 

Spring, Plunger Return 

10 

149-1452 

1 

Plunger 
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DRIP PAN ASSEMBLY 



REF. 

NO. 


1 

2 

3 

4 

5 

6 

7 

8 


9 

10 

11 

12 


PART QTY. PART 

NO. USED DESCRIPTION 


402-0360 


800-0081 

850-0055 

526-0128 

526-0198 

402-0282 

402-0290 

402-0283 

CUSHION 

402-0284 

402-0285 

402-0284 

405-1265 

405-1944 

405-1869 

405-1554 


4 Package, Hardware - Mounting 
(Includes One each Items 
marked ’ & Two of Item 4) 

4 ‘Screw, Cap • Hex Head 
(7/16-24 x 3-1/2") 

4 ‘Washer, Lock - Spring (7/16") 

4 ‘Washer, Flat (15/32" ID x 
1-1/2" OD x 1/4" Thk) 

8 Washer, Flat (5/8" ID x 

1-1/2" OD x 1/16" Thk) 

4 ‘Snubber, Rubber 

4 ‘Bushing, Sleeve 

2 Cushion, Vibration - Engine 

tnd 

VIBRATION - GENERATOR END 

2 Key 1, Spec A through C Only 

2 Key 2, Spec A through C Only 

2 Begin Spec C 

2 Clamp, Hold-down - Drip Pan 

1 Drip Pan - Begin Spec E 
1 Drip Pan - Spec D Only 

1 Drip Pan - Spec A through C 

Only 
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EXHAUST MANIFOLD AND 


REF. 

PART 

cm 

PART 

NO. 

NO. 

USED 

DESCRIPTION 

1 

511-0073 

1 

Belt. Drive - Water Pump 

2 

503-0183 

2 

Clamp, Hose 

3 

503-0433 

1 

Hose, Rubber (17") 

4 

502-0302 

1 

Elbow, Hose (90®) 

5 

502-0304 

1 

Elbow, Hose (90°) 

6 

503-0183 

2 

Clamp, Hose 

7 

503-0487 

1 

Hose, Rubber (4-3/8") 

8 

502-0256 

1 

Nipple, Pipe - Close 

9 

502-0164 

1 

Tee, Pipe 

10 

502-0050 

1 

Reducer, Pipe 

11 

502-0256 

1 

Nipple, Pipe - Close 

12 

502-0304 

1 

Elbow, Hose (90°) 

13 

512-0042 

1 

Pulley • Water Pump 

14 

816-0090 

2 

Bolt, Carriage - Grade t, 

Plated (1/4-20 x 1-1/4") 

15 

850-0040 

2 

Washer, Lock - Spring (1/4) 

16 

862-0001 

2 

Nut. Hex (1/4-20) 

17 

131-0165 

1 

•Pump, Water 

18 

131-0173 

1 

Spacer - Pump Mounting 

19 

821-0011 

3 

Screw, Self-Locking - Hex Head 
(1/4-20 x 7/8”) 

20 

850-0040 

3 

Washer, Lock - Spring (1/4) 

21 

131-0171 

1 

Bracket, Mounting - Water Pump 

22 

812-0145 

2 

Screw, Machine - Round Head 
(1/4-20 x 5/18") 

23 

854-6014 

2 

Washer, Lock - Internal Tooth 
(1/4) 

24 

526-0016 

2 

Washer, Flat (17/64" ID x 

9/16" OD x 1/32" Thk) 

25 

309-0259 

1 

Switch, Thermostat - Hi Temp 
Cut-Off -Spec A through f 

26 

503-0547 

5 

Clamp, Hose (Current Models) 

27 

.503-0638 

2 

Hose. Rubber (Current Models) 

28 

103-0643 

2 

Line, Water (Early Models) 

29 

502-0237 

4 

Elbow, Hose - Brass 
(Current Models) 

30 

502-0073 

2 

Elbow, Pipe (90°) 

(Early Models) 

31 

502-0074 

2 

Elbow, Pipe (90°) - 
(Early Models) 

32 

502-0297 

2 

Reducer. Pipe - Brass 


(Current Models) 


WATER PUMP 


REF. 

PART 

OTY. 

PART 

NO. 

NO. 

USED 

i DESCRIPTION 

33 

800-0007 

4 

Screw, Cap - Hex Head 
<1/4-20 x 1") 

34 

850-0040 

4 

Washer, Lock - Spring (1/4) - 
Spec A Through D 

35 

309-0185 

2 

Housing, Thermostat 

36 

309-0186 

2 

Gasket, Thermostat Housing 

37 

309-0130 

2 

Thermostat 

38 

505-0054 

1 

Plug, Pipe 1/4" (Used on 

Models without Heat Exchanger) 

39 

502-0080 

1 

Plug, Pipe -1/8 

40 

503-0459 

1 

Hose, Rubber - (Heat Exchanger 
Models Only) 

41 

502-0256 

1 

Nipple, Pipe - Half (Heat 
Exchanger Model Only) 

42 

517-0041 

4 

Plug, Expansion 

43 

505-0110 

1 

Plug, Pipe - 3/8 

44 

503-0700 

1 

Hose, Rubber 

45 

502-0237 

2 

t Elbow, Hose - Brass 
(Current Models) 

46 

154-0894 

1 

Tube, Water - (Early Models) 

47 

503-0365 

2 

f Clamp, Hose (Current Models) 

48 

503-0575 

1 

t Hose, Exhaust (Current Models) 

49 

505-0493 

1 

Elbow, Pipe - Exhaust 
(Early Models) 

50 

505-0625 

1 

Nipple. Pipe - Exhaust 
(Early Models) 

51 

155-1058 

1 

1 Elbow, Pipe - With Tapped Port 
(Current Models) 

52 

505-0485 

1 

Elbow, Pipe - With Tapped 

Port (Early Models) 

53 

505-0617 

1 

t Reducer, Pipe 

54 

505-0624 

1 

t Nipple, Pipe 

55 

800-0029 

4 

Screw, Cap - Hex Head 
(5/18-18 x 1-1/8") 

56 

350-0045 

4 

Washer, Lock (5/1S) 

57 

154-0983 

1 

Manifold, Exhaust 

58 

154-0973 

2 

Gasket - Exhaust Manifold 

59 

309-0320 

1 

Swilch, Thermostat - Hi Temp 
Cut-Off'Begin Spec G 


* - See Separate Group for Component Parts, 
t - Parts Included in Package 154-1328 
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WATER RUMP PARTS 



NOTE: This pump used on sets without heat exchanger only. 

REF. PART OTY. PART 

NO. NO. USED DESCRIPTION 

131-0165 1 Pump. Water 

131-0179 1 Kit, Repair (Includes Parts 

Marked *) 

1 1 Body (Not Sold Separately) 

2 131-0269 1 Bearing and Shaft Assembly 

3 131-0169 1 ’Seal Assembly 

4 518-0221 1 ’Retaining Ring 

5 131-0158 1 'Wear Plate. Rear. 

6 131-0159 1 ’Cam 


REF. 

PART 

QTY. 

PART 

NO. 

NO 

USED 

DESCRIPTION 

7 

815-0283 

4 

Screw, Brass (1) ‘Cam 




Mounting (3) Cover 
Mounting 

8 

131-0160 

1 

‘Impeller 

9 

131-0161 

1 

‘Gasket, Cover 

10 

131-0162 

1 

‘Cover 

11 

502-0080 

2 

Plug, Pipe 

12 

131-0202 

1 

‘Seat, Seal 


* - Included in the 131-0179 Repair Kit. 


'"SS 
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CONTROL - SPEC A THROUGH C ONLY 



EF. 

PART 

OTY. 

PART 

REF. 

PART 

OTY. 

10. 

NO. 

USED 

DESCRIPTION 

NO. 

NO. 

USED 

1 

301-2525 

1 

Box, Control 

10 

301-2528 

1 

2 

301-1244 

1 

Cover, Control Box 

11 

305-0383 

1 

3 

301-2532 

1 

Bracket, Control Box 







Mounting 

12 

332-0745 

1 

4 

307-0845 

1 

Solenoid, Start 




5 

312-0057 

1 

Condenser (1.0 Mfd.) Start 

13 

332-0922 

1- 




Solenoid Support 




6 

320-0104 

1 

Relay, Emergency ■ 1 

14 

308-0154 

1 

7 

RESISTOR, FIXED 


15 

302-0058 

1 


304-0080 

1 

1.72-Ohm, 25 Watt 

16 

307-0253 

1 


304-0217 

1 

l.-Ohm, 10 Watt 

17 

307-0642 

1 


304-0251 

1 

30-Ohrr., 5 Watt 

18 

305-0235 

1 

8 

304-0483 

1 

Resistor, Adjusting (Mounts 

19 

305-0254 





Outside Control Box) 




9 

304-0610 

1 

Support, Adjusting Resistor 

20 

21 

338-0334 

301-2597 

t 

1 


PART 

DESCRIPTION 

Box, Resistor Mounting 
Regulator, Two-step Voltage 
- Charge Circuit 
Block, Terminal Remote 
Control 

Strip, Marker (B+, 1, 2, 3, 

HI, LOP, A1) 

Switch, Start-Stop 
Ammeter, Charge 
Relay, Stop 

Relay, Start Disconnect 
Rectifier 

Sink, Heat (Rectifier 
Mounting Bracket) 
Harness, Wiring 
Plate, End - Control Box 


•or-esti (may i»t»> 




CONTROL - SPEC D ONLY 


REF. PART QTY. PART 

NO. NO. U8ED DESCRIPTION 



1 301-3319 1 Box, Control 

2 301-3302 1 Cover, Control Box 

3 307-0845 1 Solenoid, Start 

4 312-0057 1 Condenser (1.0 Mfd.) Start 

Solenoid Suppression 

5 RESISTOR, FIXED 

353-0006 1 6-Ohm, 50 Watt 

304-0251 1 30-Ohm, 5 Watt 

304-0060 1 1.72-Ohm, 25 Watt 

304-0217 1 1.0-Ohm. 10 Watt 

6 304-0632 1 Resistor, Adjusting 

(6-Ohm, 100 Watt) 

7 332-0745 1 Block, Terminal Remote 

Control 

8 332-0922 1 Strip. Marker 

9 308-0154 1 Switch, Start-Stop 

10 302-0058 1 Ammeter, Charge (10-0-10) 

11 307-1052 1 Relay. Stop 

12 305-0383 1 Relay, Voltage Regulator 

13 GROMMET 

508-0001 1 For 1-1/16" Hole 

508-0160 1 For 1/2" Hole 

14 320-0104 1 Relay, Emergency 

15 307-1070 1 Relay, Start Disconnect 

16 323-0803 1 Socket, Assembly, Relay 

17 300-0734 1 Amplifier Assembly, Start 

Disconnect (Includes Parts 

MarkAri M 

18 359-0028 1 'Diode. Zener 

19 350-0979 1 'Resistor, 470-Ohm. 2 Watt 

20 350-0885 1 * Resistor. SSC-Chm, 2 Watt 

21 350-0397 1 'Resistor. 2700-Ohm. 1/2 Watt 

22 362-0010 1 'Transistor. 

23 331-0088 2 Bushing (Nylon) 

25 301-3306 1 Spring, Relay Holddown 

26 301-3307 1 Spacer. Relay to Amplifier 

27 338-0616 1 Harness, Wiring 

' - Included In 300-0734 Amplifier Assembly. 
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CONTROL - SPEC E & F ONLY 



REF. PART 
NO. NO. 

1 301-3484 

2 815-0350 


3 300-0859 

4 815-0365 

5 300-0935 

6 812-0077 

7 853-0005 

8 870-0263 

9 813-0112 

10 526-0179 

11 870-0131 

12 304-0014 

13 815-0201 


14 853-0005 

15 304-0610 

16 304-0060 

17 301-3481 

18 815-0350 


QTY. PART 

USED DESCRIPTION 

1 Cover. Control 

3 Screw. Tapping - Hex Washer 

Head. Slotted (#10-32 x 
3/8") 

1 ‘Control Assembly (See Separate 
Group for Components) 

4 Screw, Tapping - Round Head, 

Cross-recessed (#8-3/4”) 

1 ‘Control. Start Adapter 

4 Screw, Machine - Round Head 

(#8-32 x 3/8") 

4 Washer, Lock - External 

Tooth (#8) 

4 Nut, Panel - insulating 

1 Screw, Machine - Round Head 

(#10-32 x 2-1/4") 

1 Washer, Flat (7/32” ID x 

5/8" OD x 1/16" Thk) 

1 Nut, Hex with External 

Tooth Lockwasher (#10-32) 

2 Washer, Centering - Resistor 

2 Screw, Machine - Round Head, 

Brass • With Externa! Tooth 
Lockwasher (#8-32 x 3/8") 

2 Nut, Hex - Brass (#8-32) 

1 Bar, Support - Resistor 

1 Resistor, Fixed, Wirewound 

(1.72 Ohm, 25 Watt) 

1 Bracket, Mounting - Control 

4 Screw, Tapping - Hex Washer 

Head, Slotted (#10-32 x 3/8") 


REF. 

PART 

QTY. 

PART 

NO. 

NO. 

USED 

DESCRIPTION 

19 

856-0003 

4 

Washer, Lock - External/lntemal 
Tooth (#10) 

20 

307-1166 

1 

Solenoid, Start 

21 

821-0010 

2 

Screw, Self-Locking - Hex 

Head (1/4-20 x 1/2”) 

22 

332-0142 

1 

Terminal, Lug 

23 

821-0010 

1 

Screw, Self-Locking - Hex 

Head (1/4-20 x 1/2") 

24 

856-u006 

1 

Washer, Lock - External/Internal 
Tooth (1/4) 

25 

330-0004 

1 

Cover, Outlet Box 

26 

508-0179 

1 

Grommet 

27 

815-0350 

2 

Screw, Tapping - Hex Washer 
Head, Slotted (#10-32 x 3/8") 

28 

330-0074 

1 

Box, Outlet 

29 

£ 

1 

Panel, Mounting - Control 

30 

321-0194 

1 

Fuse, Cartridge - 9 Amps 

31 

321-0193 

1 

Fusehoider 

32 

338-0712 

1 

Harness, Wiring - Engine 
Control 

33 

338-0642 

1 

Harness, Wiring - Start 

Control 

34 

300-1227 

1 

‘Control, Disconnect Adapter 

• 

See Separate 

Group for Components. 


£ • Order by description, giving complete Model. Spec 
and Serial Number from nameplate. 


•274021 teuiv ttTS) 
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START ADAPTER CONTROL 


REF. 

PART 

OTY. 

PART 

NO. 

NO. 

USED 

DESCRIPTION 


300-0935 


Control. Start Adapter 

El-4 

332-1511 

4 

Terminal. Lug 

E5-8 

332-1489 

4 

Terminal. Lug 

HI 

818-0005 

4 

Rivet, Blind 

K1 

307-1185 

1 

Relay. Armature 

K2 

307-1185 

1 

Relay. Armature 

MP1 

332-1656 

1 

Bracket. Mounting 

MP2 

332-1656 

1 

Bracket. Mounting 

TB1 

332-1491 

1 

Printed Wiring Board 

W1 

338-QC80 

1 

Wiring Harness 



t 



DISCONNECT ADAPTER CONTROL 


4 


REF. 

PART 

OTY. 

PART 

NO. 

NO. 

USED 

DESCRIPTION 


300-1227 

1 

Contra' Disconnect Adapter 

Cl 

356-0059 

1 

Capacitor. 2 2 Mfd 20% 35 vdc 

CR1 

357-0004 

1 

Rectifier 

CR2 

357-0004 

1 

Rectifier 

CR3 

357-0004 

1 

Rectifier 

CR4 

359-0036 

1 

Diode 

El-4 

332-1511 

4 

Terminal. Lug 

HI 

818-0005 

4 

Rivet. Blind 

MP1 

332-1656 

1 

Bracket Mounting 

MP2 

332-1656 

1 

Bracket. Mounting 

Q1 

362-0035 

1 

T ransistor 

02 

362-0011 

1 

T ransistor 

03 

362-0011 

1 

Transistor 

R1 

350-1124 

1 

Resistor 100-Ohm. 2 Watt. 10% 

R2 

350-0536 

1 

Resistor 1000-Ohm. 1/2 Watt. 10% 

R3 

350-0527 

1 

Resistor 180-Ohm. 1/2 Watt. 10% 

R4 

350-0.396 

1 

Resistor 2400-Ohm. 1/2 Watt. 5% 

R5 

350-0398 

1 

Resistor 3000-Ohm 1/2 Watt . 5% 

R6 

350-0411 

1 

Resistor 10,000-Ohm. 1/2 Watt.5% 

TB1 

332-1833 

1 

Printed Wiring Board 

W1 

338-0935 

1 

Wiring Harness 



24 
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CONTROL ASSEMBLY 



T 

i 



REF. 

PART 

GTY. 

PART 

REF. 

PART QTY. 

PART 

NO. 

NO. 

USED 

DESCRIPTION 

NO. 

NO. USED 

DESCRIPTION 

A1 

300-0859 

1 

Control Assembly 

A1R1 

353-0043 

1 Resistor - 35-Ohm. 10 Watt 

A1C1 

355-0026 

1 

Capacitor, .47 Mfd. 

A1R2 

350-0437 

1 Resistor-120K-Ohm. 1/2 W. 5% 

A1C2 

356-0046 

1 

Capacitor, Electrolytic - 5 Mfd. 

A1R3 

350-0977 

1 Resistor - 390-Ohm, 2 W, 5% 

A1CR1 

357-0013 

1 

Rectifier 

A1R4 

350-0427 

1 Resistor - 47K-Ohm. 1/2 W. 5% 

A1CR2 

357-0013 

1 

Rectifier 

A1R5 

350-0404 

1 Resistor - 5 1 K-Ohm, 1 /2 W, 5% 

A1CR3 

358-0054 

1 

Diode and Heat Sink 

A1R6 

350-0315 

1 Resistor - 1-Ohm. 1/2 W. 5% 

A1CR4 

357-0004 

1 

Rectifier 

A1R7 

350-0355 

1 Resistor - 47-Ohm. 1/2 W. 5% 

A1CR5 

357-0004 

1 

Rectifier 

A1R8 

350-0379 

1 Resistor - 470-Ohm. 1/2 W. 5% 

A1CR6 

357-0004 

1 

Rectifier 

A1R9 

350-0530 

1 Resistor - 330-Ohm, 1/2 W. 5% 

A1CR7 

359-0026 

1 

Diode 

A1R10 

350-0983 

1 Resistor - 680-Ohm. 2 W. 5% 

A1CR8 

357-0017 

1 

Rectifier 

A1R12 

350-0673 

1 Resistor - 270-Ohm. 1 W. 5% 

A1CR9 

357-0017 

1 

Rectifier 

A1R13 

350-0404 

1 Resistor - 5.1K-Ohm. 1/2 W. 5% 

A1CR10 

357-0013 

1 

Rectifier 

AlSi 

308-0323 

1 Switch - Double Pole, Double 

AtOt 

362-0018 

1 

T ransistor 



Throw 

A1Q2 

362-0033 

1 

Transistor 

A1S2 

308-0320 

1 Switch - Double Pole. Double 

A1CJ3 

362-0028 

1 

Transistor 



Throw 

A1Q4 

362-0011 

1 

Transistor 

A1TB1 

332-1450 

1 Terminal Block 

At 05 

362-0011 

1 

T ransistor 

A1TB2 

332-1450 

1 Terminal Block 





1 

332-1454 

1 Printed Wiring Board 





2 

308-0378 

1 Rocker and Spring 


(Replaceable part of 
switch AlSi) 

•S7-OK1 (MAY 1ST*) 
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CONTROL - BEGIN SPEC G 



15 


16 





CONTROL - BEGIN SPEC G 


REF. 

PART 

cm. 

PART 

NO. 

NO. 

USED 

DESCRIPTION 

1 

518-0056 

1 

Screw, Wing (#10-32 x 1/2") 

2 

821-0004 

1 

Screw, Self-locking - Hex 
Washer Head (#10-32 x 5/16") 

3 

301-4694 

1 

Cover, Control Box 

4 

321-0174 

2 

Fuse, Cartridge - 5 Ampere 

5 

821-0004 

4 

Screw, Self-locking - Hex 
Washer Head (#10-32 x 5/16") 

6 

321-0175 

2 

Fuseholder 

7 

308-0383 

1 

Switch, Toggle - Start/Stop 

8 

821-0004 

2 

Screw, Self-locking - Hex 
Washer Head (#10-32 x 5/16") 

9 

870-0131 

2 

Nut, Hex - With External 

Tooth Lockwasher (#10-32) 

10 

307-1575 

2 

Relay 

11 

821-0008 

2 

Screw, Self-locking - Hex 
Washer Head (1/4-20 x 5/16) 

12 

307-1617 

1 

Solenoid 

13 

331-0088 

1 

Insulator, Bushing 

14 

812-0087 

1 

Screw, Machine - Round Head 
(#8-32 x 1-1/2") 

15 

304-0580 

1 

Insulator, Mounting 

16 

508-0015 

1 

insulator, Washer 

17 

870-0221 

1 

Nut, Hex - With External 

Tooth Lockwasher (#8-32) 

18 

352-0161 

1 

Resistor, Fixed, Wi rewound 
(100-Ohm, 5 Watt) 

19 

301-4442 

1 

Panel, Control 

20 

357-0030 

1 

Diode, Rectifier 

21 

332-1043 

2 

Jumper, Terminal 

22 

821-0008 

2 

Screw, Self-locking - Hex 
Washer Head (1/4-20 x 5/16") 

23 

508-0195 

1 

Insulator, Bushing 

24 

508-0021 

1 

Grommet, Rubber 

25 

331-0102 

1 

insulator, Bushing 

26 

812-0081 

2 

Screw, Machine - Round Head 
(#8-32 x 5/8") 

27 

854-0007 

2 

Washer, Lock - Internal 

Tooth (#8) 

28 

860-0008 

2 

Nut, Hex (#8-32) 

29 

332-0699 

1 

Terminal Block 

30 

812-0082 

2 

Screw, Machine - Round Head 
(#8-32 x 3/4") 

31 

853-0005 

2 

Washer, Lock - External 

Tooth Lockwasher (#8) 

32 

860-0008 

2 

Nut, Hex (#8-32) 

33 

332-0236 

1 

Terminal Block 

34 

332-2117 

i 

Marker Strip 

35 

821-0004 

2 

Screw, Self-locking - Hex 

Washer Head (#10-32 x 5/16") 

36 

870-0131 

2 

Nut, Hex - With External 

Tooth Lockwasher (#10-32) 

37 

305-0383 

1 

Regulator, Voltage 

38 

821-0004 

1 

Screw, Self-locking - Hex 

Washer Head (#10-32 x 5/16") 

39 

870-0131 

1 

Nut, Hex - With External 

Tooth Lockwasher (#10-32) 

40 

307-1632 

1 

Relay 

41 

301-4441 

1 

Plate, Mounting - Relay 
and Regulator 

42 

301-4634 

1 

Box, Control 

43 

338-1099 

1 

Harness, Wiring - Remote 
Control 


27 
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GENERATOR - SPEC A THROUGH C ONLY 


REF. 

PART 

QTY. 

PART 1 

RIF. 

PART 

QTY. 

PART 

NO. 

NO. 

USED 

DESCRIPTION 

NO. 

NO/ 

USED 

DESCRIPTION 

1 

BAND, END BELL 







234-0255 

1 

3.5MCCK-51 A & 51R; 4.0MCCK-1 A SIR; 

21 

ROTOR ASSEMBLY, GENERATOR (Includes Bearing, 




5.5MCCK-51A, 51R & 52R; 


Blower, Collector and Commutator) 




6.5MCCK-1A & 1R 




50 Hertz Sets 


234-0256 

1 

4.0MCCK-3A & 3R; 5.5MCCK-53A & 53R; 


201-1481 

1 

3.5MCCK-51A & 3.5MCCK-51R 




6.5MCCK-3A, 3R & 4R 


201-1377 

1 

3.5MCCK-53A & 3.5MCCK-53R 

2 

815-0048 

2 

Screw, Tapping - Round Head 


201-1472 

1 

5.5MCCK-51A & 5.5MCCK-51R 




(#10-32 x 3/8") 


201-1474 

1 

5.5MGCK-52R 

3 

211-0114 

1 

Covst, End Bel! 


201-1322 

1 

5.5MCCK-53A & 5.5MCCK-53R 

4 

862-0004 

1 

Nut, Hex (7/16-14) 




60 Hertz Sets 

5 

850-0055 

1 

Washer, Lock - Spring (7/16") 


201-1317 

1 

3.5MCCK-1A & 3.5MCCK-1R 

6 

526-0032 

1 

Washer, Flat (29/64" ID x 


201-1318 

1 

3.5MCCK-3A & 3.5MCCK-3R 




7/8" OD x 1/16" Thk) 


201-1313 

1 

6.5MCCK-1A & 6.5MCCK-1R 

7 

862-0015 

2 

Nut, Hex (5/16-18) 


201-1314 

1 

6.5MCCK-3A & 6.5MCCK-3R 

8 

850-0045 

2 

Washer, Lock - Spring (5/16") 


201-1582 

1 

6.5MCCK-4R 

9 

800-0003 

4 

Screw, Cap - Hex Head 








(1/4-20 x 1/2") 

22 

205-0053 

1 

Blower, Rotor 

10 

212-1214 

4 

Clamp, Retaining - Brush Rig 

23 

510-0047 

1 

Bearing, Ball - Rotor 

11 

BRUSH RIG ASSEMBLY (Includes Brushes & Springs) 

24 

COLLECTOR RING 



212-0293 

1 

5.5MCCK-51 A & 51R; 6.5MCCK-1 A & 1R 


204-0009 

1 

3.5MCCK-51 A & 51R; 4.0MCCK-1 A & 1R; 


212-0294 

1 

3.5MCCK-51 A & 51R; 4.0MCCK-1 A & 1R; 




5.5MCCK-51 A & 51R & 52R; 6.5MCCK-1 A &* 




55MCCK-52R 


204-0010 

1 

3.5MCCK-53A & 53R; 4.0MCCK-3A & 3R; 


212-0295 

1 

3.SMCCK-53A & 53R; 4.0MCCK-3A & 3R; 




5.5MCCK-53A & 53R; 6.5MCCK-3A & 3R 




5.5MCCK-53A & 53R; 6.5MCCK-3A & 3R 


204-0092 

1 

6.5MCCK-4R 


212-0298 

1 

6.5MCCK-4R 

25 

COMMUTATOR 


12 

212-1105 

AR 

Spring, Brush 


203-0008 

1 

3.5MCCK-51 A & 51R & 53A & 53R; 

13 

214-0061 

4 

Brush, Commutator 




4.0MCCK-1A & 1R & 3A & 3R 

14 

BRUSH, COLLECTOR RING 


203-0127 

1 

5.5MCCK-51 A & 51R & 52R & 53A & 53R; 


214-0050 

4 

3.5MCCK-51 A & 51R; 4.0MCCK-1 A & 1R; 




6.5MCCK-1 A & 1R & 3A & 3R & 4R 




5.5MCCK-52R 

26 

515-0006 

1 

Key, Woodruff 


215-0056 

3 

3.5MCCK-53A & 53R; 4.0MCCK-3A & 3R; 

27 

POLE SHOE 






5.5MCCK-53A & 53R; 6.5MCCK-3A & 3R 


221-0091 

4 

3.5MCCK; 4.0MCCK 


215-0056 

4 

5.5MCCK-51 A & 51R; 6.5MCCK-1 A & 1R & 4R 


221-0090 

4 

5.5MCCK; 6.5MCCK 

15 

CAPACITOR, FIXED, PAPER DIELECTRIC (.1 Mfd, 400 WVDC) 

28 

FIELD COIL ASSEMBLY 


312-0058 

1 

3.5MCCK-51 A & 51R; 4.0MCCK-1 A & 1R; 


222-1640 

1 

3.5MCCK; 4.0MCCK 




5.5MCCK-51 A & 51R & 52R; 6.5MCCK-1 A & 1R 

222-1639 

1 

5.5MCCK; 6.5MCCK 


312-0058 

2 

3.5MCCK-53A & 53R; 4.0MCCK-3A & 3R; 

29 

232-1798 

1* 

Support, Generator 




5.5MCCK-53A & 53R; 6.5MCCK-3A & 3R 

30 

GENERATOR FRAME 



312-0058 

3 

6.5MCCK-4R 


210-0244 

1 

3.5MCCK; 4.0MCCK 

16 

CAPACITOR, FIXED, PAPER DIELECTRIC (.5Mid, 200 WVDC) 


210-0239 

1 

5.5MCCK; 6.5MCCK 


312-0017 

1 

3.5MCCK-51 A & 51R; 4.0MCCK-1 A & 1R; 

31 

STUD - THROUGHGENERATOR 




5.5MCCK-51 A & 51R & 52R; 6.5MCCK-1 A & 1R 

520-0502 

2 

3.5MCCK;4.0MCCK (5/16-18x12-3/16”) 


312-0027 

1 

3.5MCCK-53A & 53R; 4.0MCCK-3A & 3R; 


520-0498 

2 

5.5MCCK; 6.5MCCK (5/16-18x15-11/16") 




5.5MCCK-53A & 53R; 6.5MCCK-3A & 3R & 4R 

32 

232-1256 

1 

Plate, Baffle - Air 

17 

305-0397 

1 

Diode, Rectifier - With Lead and 

33 

516-0103 

2 

Pin, Roll 




Connector 

34 

231-0124 

1 

Adapter - Generator to Engine 

18 

332-0556 

1 

Connector, Quick-Disconnect 

35 

STUD -THROUGH ROTOR 

19 

END BELL 




520-0407 

1 

5.5MCCK-51A & 51R & 52R; 


211-0097 

1 

3.5MCCK-51 A & 51R; 4.0MCCK-1 A & 1R; 




6.5MCCK-1A& 1R (7/16-14x17-7/8") 




5.5MCCK-51 A & 51R & 52R; 6.0MCCK-1 A & 1R 

520-0491 

1 

3.5MCCK-51 A & 51R, 4.0MCCK-1 A & 1R 


211-0098 

1 

3.5MCCK-53A & 53R; 4.0MCCK-3A & 3R; 




(7/16-14 x 14-1/2") 




5.5MCCK-53A & 53R; 6.0MCCK-3A & 3R & 4R 


520-0525 

1 

3.5MCCK-53A & 53R; 4.0MCCK-3A & 3R 

20 

232-0590 

1 

Clip, Retaining - Bearing 




(7/16-14 x 15-7/8") 


* 




520-0595 

1 

5.5MCCK-53A & 53R; 6.5MCCK-3A & 3R & 4R 


(7/16-14 x 19*1/2") 


*27-0221 (WAV 197S) 

29 

r.? 



























GENERATOR - SPEC D ONLY 


REF. 

PART 

OTY. 

PART 

NO. 

NO. 

USED 

DESCRIPTION 

1 

815-0454 

4 

Screw, Tapping - Hex Head 
(5/16-18 x 1-1/4") 

2 

403-0934 

1 

Bracket, Lifting 

o 

234-0362 

1 

Wrapper, End Bell 

4 

812-0156 

2 

Screw, Machine - Round Head 
(1/4-20 x 1-1/2") 

5 

850-0040 

2 

Washer, Lock - Spring (1/4") 

6 

232-2107 

1 

Cover, Generator Fan 

7 

870-0203 

1 

Nut, Hex (7/16-20) 

8 

850-0055 

1 

Washer, Lock - Spring (7/16") 

9 

205-0090 

1 

Fan, Generator 

10 

862-0015 

8 

Nut, Hex (5/16-18) 

11 

850-0045 

4 

Washer, Lock - Spring (5/16") 

12 

526-0115 

4 

Washer, Flat (11/32" ID x 

11/16" OD x 1/16” Thk) 

13 

STUD-THROUGHGENERATOR 


520-0730 

4 

5.5MCCK; 6.5MCCK 


520-0731 

4 

3.5MCCK; 4.0MCCK 

14 

813-0103 

4 

Screw, Machine - Round Head 
(#10-32 x 3/4") 

15 

870-0053 

4 

Nut, Hex (#10-32) 

16 

853-0008 

4 

Washer, Lock - External 

Tooth (#10) 

17 

526-0049 

4 

Washer, Flat - Brass (0.20" ID x 
7/16" OD x 1/32" Thk) 

18 

312-0182 

3 

Capacitor (0.1 Mfd) 

19 

312-0017 

2 

Capacitor (0.5 Mfd) 

20 

815-0359 

12 

Screw, Tapping - Hex Washer 
Head (#10-32 x 7/8") 

21 

214-0096 

8 

Brush, Collector Ring 

22 

214-0095 

4 

Brush, Commutator 

23 

212-1232 

12 

Spring, Brush 

24 

212-0359 

2 

Block, Generator Brush - 
Bottom & Right Side Position 

25 

212-0360 

2 

Block, Generator Brush - 
Top & Left Side Position 

26 

338-0592 

1 

Wiring Harness - Generator 

27 

800-0051 

2 

Screw, Cap - Hex Head 
(3/8-16 x 1-1/4") 

28 

850-0050 

2 

Washer, Lock - Spring (3/8") 

29 

526-0030 

2 

Washer, Flat (13/32" ID x 

7/8" OD x 1/8" Thk) 

30 

232-2109 

1 

Support, Generator 

31 

211-0187 

1 

End Bell, Generator 

32 

516-0182 

8 

Pin, Dowel (1/4" OD x 3/4") 

33 

STATOR, GENERATOR 


220-1476 

1 

5.5MCCK; 6.5MCCK 


220-1478 

1 

4.0MCCK 

34 

ROTOR, GENERATOR (Includes Collector Ring, 


Commutatorand Blower Hub) 


201-1690 

1 

6.5MCCK-1R & 3CR 


201-1392 

1 

5.5MCCK 


201-1694 

1 

4.0MCCK 


201-1700 

1 

6.5MCCK-4R 

38 

515-0007 

1 

Key, Drive - Blower Hub 

39 

510-0047 

1 

Bearing, Ball 

40 

232-0596 

1 

Clip, Retaining - Bearing 

41 

515-0006 

1 

Key, Woodruff - Crankshaft 
to Hub 

42 

STUD -THROUGH ROTOR 


520-0730 

1 

5.5MCCK; 6.5MCCK 


520-0731 

1 

4.0MCCK 

43 

800-0051 

4 

Screw, Cap - Hex Head 
(3/8-16 x 1-1/4") 

44 

850-0050 

4 

Washer, Lock - Spring (3/8") 

45 

231-0150 

1 

Adapter, Generator 



















GENERATOR - SPEC E AND F ONLY 


REF. 

PART 

QTY. 

PART 

NO. 

NO. 

USED 

DESCRIPTION 

1 

815-0454 

4 

Screw, Tapping • Hex Head 
(5/16-18 x 1-1/4") 

2 

403-0934 

1 

Bracket, Lifting 

3 

234-0362 

1 

Wrapper, End Beil 

4 

815-0441 

2 

Screw, Tapping - Hex Washer 
Head (1/4-20 x 1-1/2") 

5 

232-2107 

1 

Cover, Generator Fan 

6 

870-0203 

1 

Nut, Hex - Hardened (7/16-20) 

7 

850-0055 

1 

Waaher, Lock - Spring (7/16") 

8 

205-0030 

1 

Fan, Generator 

9 

SCREW, CAP- 

800-0043 

800-0044 

■HEX HEAD 

4 3.5MCCK.4.0MCCK {5/16-18x5' 
4 5.5MCCK, 8.5MCCK (5/16-18x7' 

10 

850-0045 

4 

Washer, Lock - Spring (5/16") 

11 

526-0115 

4 

Washer, Flat (11/32" ID x 

11/16" OD x 1/18" Thk) 

12 

862-0015 

4 

Nut, Hex (5/16-18) 

13 

815-0333 

2 

Screw, Tapping - Round Head 
(#10-32 x 1/2") 

14 

812-0118 

1 

Screw, Machine - Round Head 
(#10-32 x 5") 

15 

860-0011 

1 

Nut, Hex (#10-24) 

16 

850-0030 

1 

Washer, Lock - Spring (#10) 

17 

304-0706 

2 

Bracket, Mounting, Resistor 

18 

304-0015 

2 

Washer, Centering, Resistor 

19 

357-0020 

1 

Diode, Rectifier 

20 

353-0047 

1 

Resistor, Tapped, Wirewound 

21 

815-0359 

15 

Screw, Tapping - Hex Washer 
Head (#10-32 x 7/8") 

22 

214-0096 

8 . 

Brush. Collector Ring 

23 

214-0095 

4 

Brush, Commutator 

24 

212-1232 

12, 

Spring, Brush 

25 

212-0359 

\ 

2 

Block,^Generator Brush - 
Bottom & r pight Side Position 

26 

212-0360 

2 

Block, Generator Brush - 
Top & Left Side Position 

27 

338-0642 

1 

Wiring Harness - Generator 


f 

l 


PART 

QTY, 

PART 

PART 

No. 

NO. 

USED 

DESCRIPTION 

28 

800-0051 

2 

screw, Cap - Hex Head 
(3/8-16 x 1-1/4") 

29 

850-0050 

2 

Washer, Lock - Spring (3/8") 

30 

526-0030 

2 

Washer, Flat (13/3?' ID x 

7/8" OD x 1/8" Thk) 

31 

232-2321 

1 

Support, Generator 

32 

211-0187 

1 

End Bell, Generator 

33 

516-0182 

8 

Pin, Dowel (1/4" OD x 3/4") 

34 

STATOR, 

GENERATOR 


220-1816 

1 

5.5MCCK-Spec E; 6.5MCCK-Spec E 


220-1818 

1 

3.5MCCK-Spec F; 4.0MCCK-Spec E & F 


220-1821 

1 

6.5MCCK-Spec F 


220-1822 

1 

5.5MCCK-Spec F 

35 

ROTOR, GENERATOR (Includes Bearing, Commutator, 


Collector Ring and Drive Hub) 


201-1903 

1 

6.5MCCK-3CR 


201-1905 

1 

5.5MCCK-Spec E 


201-1907 

1 

4.0MCCK 


201-1912 

1 

5.5MCCK-Spec F 


201-1813 

1 

6.5MCCK-4R 


201-2323 

1 

3.5MCCK-Spec F 

36 

510-0047 

1 

Bearing, Ball 

37 

204-0110 

1 

Ring, Collector 

38 

COMMUTATOR 


203-0152 

1 

5.5MCCK; 6.5MCCK 


203-0153 

1 

3.5MCCK; 4.0MCCK 

39 

232-2316 

1 

Hub, Drive 

40 

232-0596 

1 

Clip. Retaining - Bearing 

41 

515-0007 

1 

Key - Drive Hub 

42 

515-0006 

1 

Key, Woodruff - Crankshaft/Hub 

43 

STUD - THROUGH ROTOR 


520-0732 

1 

3.5MCCK; 4.0MCCK 


520-0233 

1 

5.5MCCK; 6.5MCCK 

44 

800-0051 

4 

Screw, Cap - Hex Head 
(3/8-16 x 1-1/4") 

45 

850-0050 

4 

Washer, Lock - Spring (3/8") 

46 

231-0164 

1 

Adapter - Generator to Engine 


33 

C6 









GENERATOR - BEGIN SPEC G 


REF. 

PART 

CITY. 

PART 

kin 

IYWi 

HO. 

USED 

DESCRIPTION 

1 

815-0454 

4 

Screw, Tapping - Hex Head. 
(5/16-18 x 1-1/4") 

2 

403-0934 

1 

Bracket, Lifting 

3 

234-0362 

1 

Wrapper, End Bell 

4 

815-0441 

2 

Screw, Tapping - Hex Washer 
Head (1/4-20 x 1-1/2") 

5 

232-2107 

1 

Cover, Generator Fan 

6 

870-0203 

1 

Nut, Hex - Hardened (7/16-20) 

7 

850-0055 

1 

Washer, Lock - Spring (7/16") 

8 

205-0090 

1 

Fan, Generator 

9 

SCREW, CAP - 

■HEXHEAD 


800-0043 

4 

3.5MCCK; 4.0MCCK (5/16-18 x 5' 


800-0044 

4 

5.5MCCK; 6.5MCCK (5/16-18 x 7 

10 

850-0045 

4 

Washer, Lock - Spring (5/16") 

11 

526-0115 

4 

Washer, Flat (11/32" ID x 

11/16” OD x 1/16" Thk) 

12 

862-0015 

4 

Nut, Hex (5/16-18) 

13 

815-0333 

2 

Screw, Tapping - Round Head 
(#10-32 x 1/2") 

14 

812-0118 

1 

Screw, Machine - Round Head 
(#10-24 x 5") 

15 

860-0011 

1 

Nut, Hex (#10-24) 

16 

850-0030 

1 

Washer, Lock - Spring (#10) 

17 

304-0706 

2 

Bracket, Mounting, Resistor 

18 

304-0015 

2 

Washer, Centering, Resistor 

19 

357-0020 

1 

Diode, Rectifier 

20 

353-0C47 

1 

Resistor, Tapped, Wi rewound 

21 

815-0359 

15 

Screw, Tapping - Hex Washer 
Head (#10-32 x 7/8") 

22 

214-0096 

8 

Brush, Collector Ring 

23 

214-0095 

4 

Brush, Commutator 

24 

212-1232 

12 

Spring, Brush 

25 

212-0359 

2 

Block, Generator Brush - 
Bottom & Right Side Position 

26 

212-0360 

2 

Block, Generator Brush - 
Top & Left Sid j Position 

27 

338-1099 

1 

Wiring Harness - Generator 

28 

800-0051 

2 

Screw, Cap - Hex Head 
(3/8-16 x 1-1/4") 

29 

850-0050 

2 

Washer, Lock - Spring (3/8") 

30 

526-0030 

2 

Washer, Flat (13/32" ID x 

7/8" OD x 1/8" Thk) 

31 

232-2321 

1 

Support, Generator 

32 

211-0187 

1 

End Bell, Generator 

33 

516-0182 

8 

Pin, Dowel (1/4" OD x 3/4") 

34 

STATOR, GENERATOR 


220-1818 

1 

3.5MCCK; 4.0MCCK 


220-1821 

1 

6.5MCCK 


220-1822 

1 

5.5MCCK 

35 

ROTOR, GENERATOR (Includes Bearing, Commutator 
and Collector Rings) 


201-2503 

1 

6.5MCCK-3CR 


201-2504 

1 

4.0MCCK 


201-2505 

1 

3.5MCCK 


201-2506 

1 

5.5MCCK 


201-2512 

1 

6.5MCCK-4R 

36 

510-0047 

1 

Bearing, Ball 

37 

204-0110 

1 

Ring, Collector 

38 

COMMUTATOR 



203-0152 

1 

5.5MCCK; 6.5MCCK 


203-0153 

1 

3.5MCCK; 4.0MCCK 

39 

232-0596 

1 

Clip, Retaining - Bearing 

40 

STUD - THROUGH ROTOR 


520-0732 

1 

3.5MCCK; 4.0MCCK 


520-0233 

1 

5.5MCCK; 6.5MCCK 

41 

800-0051 

4 

Screw, Cap - Hex Head 
(3/8-16 x 1-1/4") 

42 

850-0050 

4 

Washer, Lock - Spring (3/8") 

43 

231-0164 

1 

Adapter, Generator to Engine 
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SERVICE KITS AND MISCELLANEOUS 


PART 

QTY. 

PART 

NO. 

USED 

DESCRIPTION 

SS-1807 

1 

Decal Kit 

168-0102 

1 

Gasket Kit, Engine 

160-0836 

1 

Ignition Tune-up Kit 

ENGINE OVERHAUL KIT 

522-0221 

1 

Spec A Only 

522-0229 

1 

Begin Spec B 

525-0216 

1 

Touch-up Paint (Pressurized Can; 
16-Ou nee - Marine White Enami 


NOTE: For other kits, refer to the group for the part in question. 


OPTIONAL EQUIPMENT PARTS SECTION 


This section contains illustrated parts listing of factory installed options for the generator 
sets. Options may not be applicable to all models; for field conversions additional parts are 
usually required. Optional parts listed in this section are in addition or in place of those 
shown in the standard parts section. 


827-0221 (MAY 1878) 



CONTROL-O’MATJC - SPEC C ONLY 



REF. 

NO. 

1 

’ 2 

3 

4 

5 

6 
7 


8 

9 

10 

11 

12 

13 


14 


15 


17 

18 

19 

20 
21 
22 


PART OTY. PART 

NO. USED DESCRIPTION 

301-2889 1 Chassis. Control 

301-2886 1 Panel, Control Box 

301-2888 1 Cover, Control Box 

301-2887 1 Plate, Control Box Mounting 

301-3058 1 Bracket, Resistor Mounting 

332-0932 1 Board, Insulating 


AMPLIFIER ASSEMBLY, LOADSENSOR 


300-0573 
300-0574 
300-0575 
312-0057 
305-0235 
363-0029 
307-0981 
307-0642 
CONTACTOR 
307-0665 
307-0664 
307-0666 
JUMPER 
307-0685 
160-0144 
TERMINAL 
332-0142 
332-0517 
332-0517 


2 

2 

4 

4 

6 


16 RELAY, START-RUN 


307-0062 

307-0858 

323-0380 

305-0383 

307-0845 

320-0104 

302-0058 

304-0483 


120 Volt Sets 
240 Volt Sets 
120/240 Volt Sets 
Capacitor (1 Mfd.) 

Diode, Reverse Current 
Sink, Heat (2 Diode) 

Relay, Start-Stop 
Relay, Start Disconnect 

120 Volt Sets 
240 Volt Sets 
120/240 Volt Sets 

120 Volt Sets 
120/240 Volt Sets 

120 Volt Sets 
240 Volt Sets 
120/240 Volt Sets 

120 Volt and 240 Volt Sets 
120/240 Volt Sets 
Socket, Relay 
Relay, Charge Regulator 
(2 Step) 

Relay, Start Solenoid 
Switch, Emergency 
Ammeter, Charge (10-0-10) 
Resistor, Tapped (6-Ohms, 
225 Watts) 


REF. 

PART 

QTY. 

PART 

NO. 

NO. 

USED 

DESCRIPTION 

23 

RESISTOR, ADJUSTABLE 

304-0282 

1 

120 Volt Sets (300-Ohm, 

25 Watt) 


304-0131 

1 

240Volt and 120/240 Volt 

Sets (750-Ohm, 25 Watt) 

24 

RESISTOR, FIXED 



304-0192 

1 

3-Ohm, 10 Watt 


304-0217 

1 

1-Ohm, 10 Watt 


304-0060 

1 

72-Ohm, 25 Watt 

25 

308-0138 

1 

Switch, Selector 

26 

TRANSFORMER, CURRENT 


315-0241 

1 

120 Volt and 240 Volt Sets 


315-0291 

1 

120/240 Volt Sets 

27 

332-0699 

1 

Block, Terminal 

28 

518-0056 

2 

Screw. Wing (10-32 x 1/2") 

29 

406-0318 

1 

Handle 

30 

402-0331 

2 

Foot, Control Box 

Mounting Plate 

31 

402-0354 

4 

Mount, Shock 

32 

337-0056 

1 

Strap, Ground 

33 

300-0567 

1 

Control Assembly, Bilge 
Blower (Includes Parts 
Marked *) 

34 

321-0139 

1 

’Fuse (6-1/4 Amp) 

35 

321-0140 

1 

’Holder, Fuse 

36 

307-0993 

1 

•Relay, Thermal 

37 

362-0018 

1 

•Transistor, Power 

38 

363-0036 

1 

’Sink, Heat - Transistor 
Mounting 

39 

304-0121 

1 

•Resistor (10-Ohm, 10 Watt) 

40 

304-0670 

2 

’Feet, Resistor Mounting 

41 

350-0524 

1 

•Resistor (100-Ohm. 1/2 Watt) 

42 

332-1179 

3 

Spacer 

43 

357-0004 

1 

Diode 

44 

506-0021 

1 

Grommet 

45 

301-2532 

1 

Bracket, Mounting to 
Generator 


* - Included in 300-0567 Bilge Blower Control Assembly. 
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CONTROL-O-MATIC - BEGIN SPEC D 


REF. 

NO. 


2 

3 

4 


FART QTY. PART 

NO. USED DESCRIPTION 


5 

6 


8 

9 

10 

11 

12 

13 

14 

15 

16 


19 


20 

21 

22 


CHASSIS. CONTROL 
301-3287 1 

301-3568 1 

301-2886 1 

301-2888 1 

PLATE. CONTROL BOX MOUNTING 


Spec D Only 
Begin Spec E 
Panel, Control Box 
Cover, Control Box 


301-3250 1 

301-3559 1 

301-3058 1 

HARNESS. WIRING 
338-0549 1 

338-0683 1 


1 

1 

1 

1 

1 

1 

2 

4 


dwmirw 


312-0057 

305-0235 

305-0254 

307-0981 

307-1070 

307-0665 

307-0685 

332-0142 


Spec D Only 
Begin Spec E 

Bracket. Resistor Mounting 

Spec D Only {Includes 
Parts Marked *) 

Begin Spec E {Includes 
Parts Marked t) 

Amplifier Assembly, Load 
Sensor (See separate group 
for Components) 

Capacitor (1 Mfd.) 

Diode, Reverse Current 

Sink, Heat 

Relay. Start-Stop 

Relay, Start-Disconnect 

Contactor 

Jumper 

Terminal 


SOCKET ASSEMBLY. START-DISCONNECT 


323-0813 1 ^Spec D Only 

323-0842 1 tBegin Spec E 

17 332-1282 1 t*Housing, Printed Circuit 

Board Terminal 

18 305-0383 1 Relay. Charge Regulator 

(2-Step) 

RELAY, START SOLENOID 


307-0845 

307-1166 

320-0104 

302-0058 

304-0483 


23 304-0282 


24 RESISTOR, FIXED 
304-0192 1 

304-0060 1 

304-0217 1 


Spec D Only 
Begin Spec E 
Switch. Emergency 
Ammeter, Charge (10-0-10) 
Resistor, Tapped (6-Ohm, 
225 Watt) 

Resistor, Adjustable 
(300-Ohm, 25 Watt) 

t*3-Ohm, 10 Watt 
72-Ohm, 25 Watt 
t*1-Ohm. 10 Watt 


REF. 

PART 

QTY. 

PART 

NO. 

NO. 

USED 

DESCRIPTION 

25 

308-0138 

• 1 

Switch, Selector 

26 

315-0344 

1 

Transformer, Current 

27 

332-0699 

1 

t* Block, Terminal 

28 

301-3307 

1 

Spacer, Relay Hold-down 

29 

406-0318 

1 

Handle 

30 

402-0331 

2 

Foot. Control Box Mounting 
Plate 

31 

402-0354 

4 

Mount. Shock 

32 

337-0056 

1 

Strap, Ground 

33 

300-0567 

1 

Control Assembly. Bilge 
Blower (Includes Parts 
Marked *) 

34 

321-0139 

1 

•Fuse (6-1/4 Amp) 

35 

321-0140 

1 

•Holder, Fuse 

36 

307-0993 

1 

•Relay, Thermal 

37 

362-0018 

1 

•Transistor, Power 

38 

363-0036 

1 

•Sink, Heat - Transistor 
Mounting 

39 

304-0121 

1 

•Resistor (10-Ohm, 10 Watt) 

40 

304-0670 

2 

‘Feet, Resistor Mounting 

41 

350-0524 

1 

•Resistor (100-Ohm. 1/2 Watt) 

42 

332-1179 

3 

Spacer 

43 

357-0004 

1 

t*Diode 

44 

321-0194 

1 

Fuse, Cartridge (9 Amp) 

45 

321-0225 

1 

Fuseholder 

46 

332-2112 

1 

Insulating, Terminal 

47 

300-0734 

1 

Amplifier Assembly. Start- 
Disconnect (Includes Parts 
Marked 

48 

359-0028 

1 

••Diode. Zener 

49 

350-0979 

1 

••Resistor. 476-Ohm, 2 Watt 

50 

350-0985 

1 

••Resistor. 820-Ohm, 2 Watt 

51 

350-0397 

1 

“Resistor, 2700-Ohm, 1/2 Watt 

52 

362-0032 

1 

••Transistor 

54 

301-3280 

2 

Bracket. Amplifier Mounting 

55 

518-0295 

2 

Fastener, Snap 

57 

301-3306 

1 

Spring, Relay Hold-down 

58 

160-0144 

1 

Jumper, Terminal 


** - Included in 300-0734 Amplifier Assembly. 

* - Included in 300-0567 Bilge Blower Control Assembly. 

* - Included in 338-0549 Wiring Harness Assembly, 
t - Included in 338-0683 Wiring Harness Assembly. 
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REP. 

PART 

CITY. 

PART 

REF. 

PART QTY. 

PART 

NO. 

NO. 

USED 

DESCRIPTION 

NO. 

NO. USED 

DESCRIPTION 

1 

511-0041 

1 

Belt. Drive - Pump 

24 

503-0610 1 

Hose, Rubber - Heat Exchanger 

2 

503-0547 

2 

Clamp, Hose (Current Models) 



to Raw Water 

3 

503-0459 

1 

Hose. Rubber (Current Models) - 

25 

502-0237 1 

Elbow, Hose (90°) 




Pump to Block 

26 

821-0013 4 

Screw, Self-Locking - Hex Head 

4 

— 

1 

Line. Watt* (Early Models) - To 



(1/4-20 x 1") 




replace order Current Model 

27 

130-0632 2 

Strap, Retaining - Heat 




Parts. 



Exchanger (Outside) 

5 

503-0547 

2 

Clamp, Hose 

28 

STRAP, RETAINING - 

HEAT EXCHANGER (Inside) 

S 

503-0468 

1 

Hose, Rubber - Pump to Block 


130-0632 2 

Spec A through D 

7 

502-0238 

3 

Nipple, Hose (Current Models) 


130-0898 2 

Begin Spec E 

8 

502-0164 

1 

Tee, Pipe (Early Models) 

29 

821-0010 4 

Screw, Self-Locking - Hex Head 

9 

502-0401 

1 

Tee, Pipe (Current Models) 



(1/4-20 x 1/2") 

10 

502-0126 

1 

Reducer, Pipe (Early Models) 

30 

130-0887 1 

Plate, Mounting - Heat Exchanger 

11 

502-0237 

1 

Elbow, Hose (Current Models) 



- Begin Spec E 

12 

502-0304 

1 

Elbow, Pipe (Early Models) 

31 

BRACKET, MOUNTING — HEAT EXCHANGER (Upper) 

13 

502-0275 

1 

Elbow, Pipe (45°) (Early Models) 


130-0630 1 

Spec A through D 

14 

512-0042 

1 

Pulley - Water Pump 


130-0821 1 

Spec D Only (Replace with 130-0887) 

15 

503-0547 

2 

Clamp, Hose 

32 

BRACKET, MOUNTING, HEAT EXCHANGER (Lower) 

16 

503-0609 

1 

Hose, Rubber - Pump to 


130-0631 1 

Spec A through D 




Heat Exchanger 


130-0822 1 

Spec D Only (Replace with 

17 

821-0011 

2 

Screw, Self-Locking - Hex Head 



130-0887) 




(1/4-20 x 7/8") 

33 

CAP, PRESSURE 


18 

850-0040 

2 

Washer, Lock - Spring (1/4) 


130-0661 1 

7 LB - Spec A through C 

19 

862-0001 

1 

Nut, Hex (1/4-20) 


130-0824 1 

14 LB - Begin Spec D 

20 

132-0110 

1 

‘Pump - Water (less Pulley) 

34 

EXCHANGER, HEAT 


21 

821-0016 

3 

Screw, Self-Locking - Hex Head 


130-0629 1 

Spec A through C 




(5/16-18 x 3/4") 


130-0820 1 

Begin Spec D 

22 

131-0172 

1 

Bracket, Mounting - Water Pump 




23 

503-0547 

2 

Clamp, Hose 

* - See Separate Group for Component Parts. 
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WATER PUMP PARTS 


REF. 

PART 

OTY. 

PART 

NO. 

NO. 

USED 

DESCRIPTION 


132-0110 

1 

Pump, Water - Complete 


132-0111 

1 

Repair Kit (Includes Parts 




Marked *) 

1 

132-0136 

1 

Body, Pump 

2 

132-0137 

1 

Cover, Pump 

3 

132-0114 

1 

'Impeller 

4 

132-0101 

1 

'Seal 

5 

132-0091 

1 

'Face, Wear 

6 

132-0092 

1 

'Seat, Seal 

7 

132-0112 

1 

'Gasket, Cover 

8 

132-0113 

6 

'Screw, Cover 

9 

132-0138 

1 

Screw, Cap 

10 

132-0139 

1 

Lockwasher 

11 

132-0140 

1 

Nut, Hex 

12 

I \2fc~U IT 1 

♦ 

i 

Plug, Drain 

13 

132-0142 

1 

Pedestal 

14 

132-0089 

1 

'Shaft and Bearing Assembly 

15 

132-0132 

1 

Ring, Snap 


* - Parts included in the 132-0111 Repair Kit. 



LOAD SENSOR AMPLIFIER 



REF. 

PART 

QTY. 

PART 

NO. 

NO. 

USED 

DESCRIPTION 


300-0740 

1 

Amplifier, Load Sensor - 

1 

356-0009 

1 

Capacitor - 10 Mfd. 

2 

357-0004 

5 

Diode, 400 MA„ 400 Volt 

3 

359-0029 

1 

Diode, Zener 18 Volt, 2 Watt 

4 

321-0202 

1 

Fuse, 3/8 Amp 

5 

321-0163 

2 

Clip, Fuse 

6 

307-1087 

1 

Relay, Dual Coil 

7 

362-0007 

1 

Transistor, Signal 

8 

350-0548 

1 

Resistor, 10,000-Ohm, 




1/2 Watt 

9 

350-0528 

1 

Resistor, 220-Ohm, 1/2 Watt 

10 

352-0111 

1 

Resistor, 47-Ohm, 2 Watt 

11 

350-0520 

1 

Resistor, 47-Ohm, 1/2 Watt 


NOTE: This group applies to sets with Control-O-Matic. 
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AQUALIFT EXHAUST SYSTEM 


r >' 




1 


. I CJVNT 
» r w i 

i * 30 $ own) ' \ 

' min. \ ; v 
\ 




J*-- 




V. 

'i&T *** -> - 

“--AfS 



REF. 

PART 

QTY. 

PART 

REF. 

PART 

NO. 

NO. 

USEO 

DESCRIPTION 

NO. 

NO. 


155-1004 

1 

Kit, Aqualift Muffler 


155-0950 




(includes items 1 and 2) 



1 

155-0929 

1 

Muffler, Exhaust - Aqualift 






Marine 

7 

504-0062 

2 

155-1002 

1 

Strainer, Water - Thru Hull 

6 

502-0090 


155-0955 

* 

I 

Package, Muffler - Hookup 






(Includes Parts Marked *) 

9 

502-0270 

3 

155-1121 

1 

•Inlet Assembly, Epoxy 






Coated 

10 

502-0237 

4 

505-0721 

1 

•Nipple, Pipe - Half. 

11 

503-0446 



Galvanized (1-1/4" NPT x 3") 

S 

505-0635 

1 

•Bushing, Double Tapped 

12 

309-0162 



(1-1/4" NPT x 2" NPT) 

6 

505-0632 

1 

•Nipple, Pipe - Half, Galvanized 






(1-1/4" NPT x 9-1/4") 




QTY. 

USED 


2 

2 


PART 

DESCRIPTION 

Kit, Siphon Break Relief 
Valve (Includes Parts 
Marked +) 

♦Valve, Vacuum Relief (V2" NPT) 
♦Tee, Pipe - Brass (3/8" NPT x 
3/8” NPT x 3/8" NPT) 
♦Adapter, Pipe (3/8” NPT x 
1/2" NPT) 

♦Elbow, Pipe to Hose (3/8" NPT) 
♦ Clamp, Hose (1/2") 

Switch, Thermostatic - 
SPSTNC (25 AMP) 


* - Parts Included in Package #155-0955. 
+ - Parts Included in Kit #155-0950. 
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827-0221 (MAY 1878) 






AQUALIFT EXHAUST SYSTEM 



REF. PART QTY. 

NO. NO. USEO 

155-1004 1 

1 155-0929 1 

2 155-1002 1 

155-0955 1 

3 155-1121 1 

4 505-0721 1 

5 505-0635 1 

6 505-0632 1 


PART 

DESCRIPTION 

Kit, Aqualift Muffler 
(includes items 1 and 2) 
Muffler, Exhaust - Aqualift 
Marine 

Strainer, Water - Thru Hull 
Package, Muffler - Hookup 
(Includes Parts Marked *) 
Inlet Assembly, Epoxy 
Coated 

Nipple, Pipe - Half, 

Galvanized (1-1/4" NPT x 3") 
Bushing, Double Tapped 
(1-1/4" NPT x 2" NPT) 
Nipple, Pipe - Half, Galvanized 
(1-1/4" NPT x 9-1/4") 


REF. 

PART 

QTY. 

NO. 

NO. 

USED 


155-0950 

1 

7 

504-0062 

1 

8 

502-0090 

1 

9 

502-0270 

1 

10 

502-0237 

2 

11 

503-0446 

2 

12 

309-0162 

1 


PART 

DESCRIPTION 

Kit, Siphon Break Relief 
Valve (Includes Parts 
Marked +) 

♦Valve, Vacuum Relief (1/2" NPT) 
♦Tee, Pipe - Brass (3/8" NPT x 
3/8" NPT x 3/8" NPT) 
♦Adapter, Pipe (3/8” NPT x 
1/2" NPT) 

♦Elbow, Pipe to Hose (3/8" NPT) 
♦ Clamp, Hose (1/2") 

Switch, Thermostatic - 
SPSTNC (25 AMP) 


* - Parts Included in Package #155-0955. 
+ - Parts Included in Kit 4155-0950. 
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